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ACTION EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO FEA-01 INT-05 OES-05 CIAE-00 

INR-07 NSAE-00 RSC-01 DODE-OO COME-OO TRSE-00 /039 W 

004501 

R 271537Z NOV 74 
FM AMEMBASSY BONN 
INFO SECSTATE WASHDC 6496 

UNCLAS BONN 18417 

FOLLOWING TEL SENT DFSC CAMERON STATION VA 
INFO BONN, FRANKFURT, CINCUSAREUR NOV 26TH 
REPEATED FOR YOUR INFO 
QUOTE 

UNCLAS HAMBURG 1535 

FRANKFURT FOR PROCUREMENT CENTER 

E. O. 11652: N/A 
TAGS: ENRG, GW 

SUBJ: MARKET PRICES FOR BUNKER FUEL 
REF: BONN 18050 (NOTAL) 

1. BASE PRICE QUOTED BY MAJORS PER LONG TON DFM, DELIVERY 
EX FACILITY HAMBURG, ARE AS FOLLOWS: 

MOBIL US$ 105.30 
ESSO US$ 113 
TEXACO US$116 

LIGHTERAGE FOR HAMBURG DELIVERY RANGES FROM $1.45 TO $3.75 
PER LONG TON. KIEL BASE RATES ARE THE SAME, WITH ADDITIONAL 
LIGHTERAGE BASED ON DISTANCE AND QUANTITY INVOLVED. 

2. TRADE SOURCES STATE THAT BUNKERING IS NORMALLY DONE IN 
QUOTE A PORTS END QUOTE, SUCH AS ROTTERDAM, WHERE FACILITES 
ARE BETTER AND PRICES AVERAGE US $2 BELOW HAMBURG LEVEL. 

3. COMMENT: IT APPEARS THAT THE TWO HIGHER QUOTATIONS LISTED 
UNCLASSIFIED 
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ABOVE MAY REFLECT PRICE PROTECTION FOR ONGOING CONTRACT 
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NEGOTIATIONS, RATHER THAN ACTUAL DELIVERED COST. HOWEVER, WE 

HAVE BEEN UNABLE TO CONFIRM THIS BECAUSE OF THE INTERMITTENT 

USE BY OUR SHIPPING SOURCES OF WHAT THEY CONSIDER EMERGENCY 

FACILITIES IN HAMBURG.BROGAN 

UNQUOTE 

CASH 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PETROLEUM, DATA, IMPORT QUOTAS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BONN18417 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740345-0376 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741 19/aaaaahfa.tel 

Line Count: 67 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: BONN 18050 (NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 JUN 2002 
Review Event: 

Review Exemptions: n/a 
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